To:  Horner,  Jo[Horner.Jo@epa.gov] 

Cc:  McCorkhiii,  Michaei[Mccorkhill. Michael@epa.gov] 

From:  Petersen,  Chris 

Sent:  Thur  8/13/2015  2:18:59  PM 

Subject:  RE:  Question  about  this  week's  WAR 


GOLD  KING  MINE  RESPONSE.  Farmington.  NM  area:  Please  ask  input  from  other 

branches. . . .Contamination  from  the  Gold  King  Mine  spill  resulted  in  the  activation  of 
Region  6’s  Emergency  Response  Team  and  Incident  Management  Team.  Key 
personnel  from  Superfund  Division  as  well  as  other  R6  Divisions  are  filling  key 
leadership  positions  and  are  providing  support  involving  tracking  environmental 
sampling,  logistics,  planning,  operations,  and  finance  in  the  Regional  Emergency 
Operation  Center  (REOC).  Currently,  approximately  22  people  are  working  in  the 
REOC  managing  the  spill,  and  over  50  ERA  staff  and  contractors  have  been  deployed 

to  various  locations  in  New  Mexico  and  Colorado.  (Crossland,  x2721;  Talton,  x ; 

Banipal,  x7324) 


J.  Chris  Petersen 
Deputy  Associate  Director 
Response  and  Prevention  Branch 
US  EPA  Region  6 
1445  Ross  Ave,  Ste.  1200 
Dallas,  TX  75202 
214-665-3167  office 
214-665-7447  fax 
214-789-2535  cell 
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SF-T’s  WAR  for  Week  Ending  814.15 


Jo  Horner 

Superfund  Prevention  and  Response  Branch 
6SF/SEE 

214-665-7366  (office  phone) 
horner.io@epa.gov 


This  email  may  contain  material  that  is  confidential,  privileged  and/or  attorney  work  product  and  is  for 
the  sole  use  of  the  intended  recipient.  Any  review,  reliance,  or  distribution  by  others  or  forwarding 
without  express  permission  is  strictly  prohibited.  If  you  are  not  the  intended  recipient,  please  contact  the 
sender  and  delete  all  copies. 
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